Waetsrn Electric Co., Incorporated, 
Uigi nearing Dept., 

New York. 


(2 Pages) page #1, 
Issue 3 - BT-438472. 
Replacing all previous issues. 

Hay 25, 1921. 


o)v 


I: 

/ 

9 , 


H2EKDD OP OPERATION 

T . TE0HK CIRCUIT 

*° “ OTeri ” 8 JacK - 

SMM&-33S0RIPTI0N 

trunk m Ci f C S! 1S / bh f d3Sk /?? of an incoming automatic and outgoing automatic 

' x A1, L 3 ° u ^oOxng end it terminates in an answering jack. 

li^htin" thfsSr^r- erts th ® P iu S of a cord in the outgoing end of this circuit. 
The ch-j^f n-np-r ^~' ,X ry ia; J 1 P* an< i ‘'he trunk lamps at the special chief operator's desk, 
tai^ni £ TT S * 0pepatins the CI ^ associated with the trunk to the ' 
the^ifa? The^ trunk and the calling supervisory lamps are extinguished. When 
tne cluef operator desires k0 hold the connection the key is onerated to the holding 

e f nS *i Sh ! S th@ trunk and s W*isory lips Vt does not connect 

theTev to r ^ In making ^ outgoin S call the chief operator operates 

y J the t aita.ng position thereby lighting the line lamp at the switchboard. 

PJ^AIL ED DESCEIPTir.W f 

i h ° oparator inSer ts the plug Of a cord in the outgoing end of this trunk 
iauns ^ SUp f V1SOry iamp and operating the E360 relay, which lights the trunk 

i!Sf* I*? + Tu *I 3 / &t0T an£WerS by gating the associated CIAF key to the 
nects I , f?/ 2iay 0perat3S ip turn operating the 176-AA relay, and con- 

tha “ ’ f . a d . c ' r ? ard ‘•hz’ough the 54-D retardation coil across the tip and ring of 

m-rio'c— 2 Stin ? luShlng tha ' supervisory iamp at ‘the switchboard. The 176-AA relay is 
h^-rt °J eie f 9 S ° that v;hen the ksy is 9 P 3 **ated from the talking position to the 
? 9SJ ' U ° n r, 47 " A r f: ardation coii v/ili remain bridged across the trunk while 
vT « paasin " through its normal position. This prevents a false disconnect sig- 

nai at the outgoing end. The operation of the 178-AA relay one rat es the E381 relay 
wruch allows the E380 reiay to release, extinguishing the trunk lamps. When the chief 

°Lr St0r f * h3 key t0 normai * th9 E226 is released, in turn releasing the 

vlfn™ y ^disconnecting battery and ground from the trunk, lighting the super- 
visory iamp at ihe switchboard. When the switchboard operator disconnects, the *®gi 

K 9 -H y ^ 8i8aSSS V re5t0rinS the circuit t0 Bornml- Should the chief operator desire to 
functio^^? 1 . 8 > 10nt tb3 . GIAF key is operated to its holding position. The circuit 
/ .^actions as before and in aaaition the 47-A retardation coil is bridged across the tip 

tln4ish4 f th °. trun3u In this case the switchboard operator's supervisory lamp is ex- 

< ia making an outgoing call the chief operator operates the CIAF key to the 

. Ths . circuit Actions the same as when answering a call and the op- 
t ra ^ on uf the E - 6i ?Sia -y v ^ii light the line iamp at the switchboard. 

JV'S® + Cr0SS between this circuit and the associated line circuit is 

made with ohe tip ard ring reversed. 
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Test .032 amp. 

R-adj. . Q vv amp 4 


♦ 



£226 

Test O 028 amp. 

Readj. .015 amp. 


£380 

Test .03,4 amp. 

Readj. ,009 amp. 


E 381 

Test .018 amp, 

Rsadj. .011 aap. 

Test .0066 anp. 
Readj. .007 anp. 


RjL S&Sa 

Test .0038 amp. 
Readj. .004 amp. 


Test .0015 amp. 
Readj. .003 amp. 


T sst . 0005 amp . 
Readj. .001 amp. 
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